WORK ORDER FIELD TICKET 


12/21/2010 12:32pm 


Work Order 31580-G 


Type 

CABLE ENGINEERING 

Priority: 

ASAP - AS SOON AS POSSIBLE 

Status 

Open 

Received Date: 

12/21/2010 

Owner 


Schedule Date: 

12/22/2010 

Operator 

rgrant 



Tech Group 




Technician Id 




Requestor: 

: HANCHETT, JAMES 

Phone: 

5-2607 

Email: James.hanchett@state.ma.us 

Fax: 

5-2608 


Location: Building: 126 

Floor: 

Room: 


MORRILL SCEINCE CENTER I 


Description: WMASS DEPARTMENT OF PUBLIC HEALTH 
MORRILL SCIENCE CENTER I (126) 

MORRILL SCIENCE CENTER IV (347) 

THIS WORK ORDER WILL BE DONE BY THE PROJECTS CREW. 


EXPEDITE *********** EXPEDITE *********** EXPEDITE *********** EXPEDITE *********** EXPEDITE 
ASAP ASAP ASAP ASAP ASAP 


1. MOVE D601 5-2601 FROM MORRILL I, RM 251, JK 2-1-lOA, TO MORRILL IV, RM 224, JK 2-1-17B. 

EXPEDITE FEE WAIVED PER GRAEME SEPHTON, CONTRACTOR ISSUE. 


ONE-TIME SPEEDTYPE: TFOOlO 
MONTHLY SPEEDTYPE TFOOlO 

TOTAL COST: $32.50 
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Order Item 31580-G-001 


Type 
Status 
Tech Group 
Technician Id 

Old Information 

User ID 
User Name 
Item Number 


Change Equipment/Services 
Open 


545260I0I 

DRUG TESTING LAB 
DEI 

Location: 


Due Date: 
Est. Time: 
Est. Cost: 


12/22/2010 


Quantity: 1.0 
Start/Stop Date: 08/01/1997 


Serial Nbr: MORRILL SCI 

LEN/Port Information: Directory Nbr.: (413)545-2601 


Building: 126 Floor: 02 

MORRILL SCEINCE CENTER I 


Room: 251 


Cable Information: 


Switch Node: ERA 1 
Jack ID: 126-02-1-OlOA 


LENNbr.: 27 0 43 06 


Distribution ID: 12602251 

Cable: 126-02-1-010A 

Pair 1: 

1 

Pair 2: 

Pair 3: 

Pair 4 

Distribution ID: 126-02-1 

Cable: 1260045A-0150 

Pair 1: 

109 

Pair 2: 

Pair 3: 

Pair 4 

Distribution ID: 126-01-1 

Cable: A0404-0375 

Pair 1: 

193 

Pair 2: 

Pair 3: 

Pair 4 

Distribution ID:MDFA04 

Cable: 

Pair 1: 


Pair 2: 

Pair 3: 

Pair 4 


New Information 

User ID: 545260101 
User Name: DRUG TESTING LAB 
Item Number: DL1 

Location: 

Serial Nbr: 

LEN/P or t Information: Di 


Quantity 

^B Start Bill Date 

Stop Bill Date 

Building: 347 Floor 

MORRILL SCIENCE CENTER IV 

Directory Nbr.: (413) 545-2601 


1.0 

8/1/1997 


Room: 224 


Cable Information: 


Switch Node: ERAl 
Jack ID: 126-02-1-OlOA 


LENNbr.: 27 0 43 06 


Distribution ID: 

12602251 

Cable: 126-02-1-010A 

Pair 1: 

1 

Pair 2: 

Pair 3: 

Pair 4 

Distribution ID: 

126-02-1 

Cable: 1260045A-0150 

Pair 1: 

109 

Pair 2: 

Pair 3: 

Pair 4 

Distribution ID: 

126-01-1 

Cable: A0404-0375 

Pair 1: 

193 

Pair 2: 

Pair 3: 

Pair 4 

Distribution ID: 

MDFA04 

Cable: 

Pair 1: 


Pair 2: 

Pair 3: 

Pair 4 


Description: User: DRUG TESTING LAB / Item: DIGITAL LINE / Equipment Location: MORRILL SCEINCE CENTER I, Floor 02, 
Room 251 


Page 2 of 2 


Folk OIG PRR 094323 







